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AMECONSUL LENINGRAD 

CONFIDENTIAL BERLIN 987 

E.O. 11652: GDS 
TAGS: ABLD, GE 

SUBJECT: ENGINEERING INSPECTION OF PROPOSED EAST BERLIN CHANCELLERY 
BUILDING 

REF: STATE 124243 

1. EAST GERMAN AUTHORITIES (DIENSTLEISTUNGSAMT - DLA) 

AGREEABLE TO INSPECTION OF HAUS DES HANDWERKS BY STANGE 
AND TRYDE BEGINNING AT 10:00 A.M., JUNE 15. IF NECESSARY, 

INSPECTION COULD CONTINUE ON SUNDAY, JUNE 16. INSPECTION 
ON JUNE 17 AND 18 POSSIBLE ONLY AFTER REGULAR WORKING 
HOURS WHEN BUILDING HAS BEEN VACATED. EAST GERMANS HAVE 
AGREED TO MAKE APPROPRIATE TECHNICAL PERSONNEL AVAILABLE 
DURING INSPECTION. 

2. USBER MUST CONFIRM ACCEPTABILITY THESE ARRANGEMENTS TO 
DLA BY 4:00 P... LOCAL, JUNE 13. PLEASE ADVISE. 

3. PLEASE ADVISE AS TO ETA OF STANGE AND TRYDE AND HOTEL 
REQUIREMENTS. 

4. CONTROL OFFICER IS FSO FELIX S. BLOCH.KLEIN 
CONFIDENTIAL 
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